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CONCORDIA UNIVERSITY 


Faculty of Engineering and Computer Science 


Minutes of Meeting No. 87-8 


Engineering and Computer Science Faculty Council 


held 


Wednesday, 25 November 1987 


Professors M.N.S. Swamy (Chairman); V.S. Alagar, B.B. 
Bhattacharyya, A.E. Blach, T.D. Bui, P.P. Fazio, D. Feldman, P. 
Grogono, J.F. Hayes, H.F. Li, 0. Moselhi, M.O.M. Osman, R.V. Patel 
E.I. Plotkin, A.J. Saber, S. Sarraf, 0. Schwelb, T. Stathopoulos; 
Mrs. Z. Jirkovsky, Library; Student representatives S. Khoury, I. 
Youssef(ECA), V.R. Dantu (ECSGA); P.M. Bourassa (Secretary). 


Absent with apology: Professors B.B. Budkowska, M. Douglass, F.D. Hamblin, 


F. Sadri 


Visitors: Drs. K. Thulasiraman, M.N. Troitsky. 


1. Agenda 


This special emergency meeting was called to consider the 
curriculum changes proposed on page 11 of Doc. ECFC 87-7-1 
and tabled at the Council meeting held on 20 November 1987. 
These proposals were referred to the Joint Committee of the 
Computer Science and Electrical and Computer Engineering 
Departments for its recommendations. 


2. Graduate Course Proposals ~ Electrical and Computer 
Engineering 


Dr. Swamy, who chaired the November 23 meeting of the Joint 
Committee reported on its outcome. The following amendments 
to the original proposal described in Doc. ECFC 87~7-1 were 
agreed upon and are recommended by the Committee: 


ELEC 671 - Circuit and Logic Simulation: 
delete ENGR 604 as a prerequisite. 


ELEC 770 - Architecture of Microprocessors: 
Change number to 6XX level; add “or COMP 526" to 


prerequisite. 


Motion 
87-8-1 


ELEC 771 - Protocol Design and Validation: 
no change from original recommendation. 


ELEC 772 - Computational Graph Theory: 
no change from original recommendation. 


A motion proposing the adoption of the proposals of Doc. ECFC 
87-7-1 pertaining to these four courses, as amended by the 
Joint Committee, these amendments being described above, was 
approved by a vote of 16 in favour none opposed and one 
recorded abstention. 


Dr. Bui then made the following statement: 


When the Department of Electrical Engineering changed its 
name to the Department of Electrical and Computer Engineer- 
ing, I supported this change. Now, in view of the Computer 
Engineering program, I recognize that some areas of research 
and graduate studies would be of interest to faculty members 
in both departments. At the same time there are areas in 
each department that are not of direct interest to faculty 
members in other department. Because of these areas of 
common interest, we seem to be having endless ad hoc commit- 
tee arrangements, interdepartment disputes and subsequent 
“resolution” in connection with the development of courses or 
laboratories in these common areas. 


It is essential for the future development and _ smooth 
functioning of the two departments that this faculty addres- 
ses itself to the question of setting up gudelines for the 
two departments to co-exist. This is doubly important in 
view of the University resources available for graduate work 
and research. It is with this purpose that I proposed the 
motion to set up a joint committee of the two departments 
with the Dean as chairman, when I seconded the name change 
motion of the E.E. department. This motion was supported by 
all parties concerned. 


I, therefore, request this Council to instruct this joint 
committee to formulate such guidelines after appropriate 
advice from the two departments concerned so that the two 
departments can flourish and prosper independently as well as 
collectively. 


Adjournment 


Council unanimously adopted a motion to adjourn. 


